The record establishes a violation of 30 CFR 56.14-1.     The V-belt
drive was exposed in such a manner that a person could  fall against  it
and get entangled.     The V-belt drive was about  one foot  off  the walkway
platform.

The one person who did service and maintenance on the equipment
was not on the walkway at the time of the inspection.     The hazard
existed only when the equipment was in operation.     The walkway is
approximately 10 feet off the ground with a loader going to it.

There had been a recent fatality in a limestone mine where a person
was caught In the tail pulley while another person was  attempting to
remove a rock.

The pit is about three miles from the asphalt plant.     The inspector
inspects only the pit and crushing portion of the operation.

It is unnecessary to stop the equipment to oil or grease it or
to clean-up.     Stopping the equipment is not a requirement if  it  is  guarded.
Although no one is supposed to go on the walkway for servicing  the
machinery while it is in operation,   the experience of  the Inspector is
that an employee will sometimes clean up with the equipment in operation.

The probability is slight that an employee will be injured in
the area where the machinery is exposed.

The operator, Metro Asphalt, was negligent  in that   it  should have
known of the exposed V-drive belt.     The 'condition was  obvious  and could
be seen from the ground level.

Metro Asphalt demonstrated good faith in achieving rapid compliance
after notification of the violations by putting a bar across  the ladder
going up to the elevated traveling and a sign reading "Do Not  Enter."
The operator also testified that the operator had welders start work on
the guards immediately.
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Citation No.  17147Q  (Exhibit P-5)

The inspector noted in the Citation that:

"The guard on the tail pulley of  the crusher feed
conveyor was not extended sufficient  to prevent
person from reaching behind guard and becoming
entangled and receiving serious  injuries.     There
was one person who did service and maintenance and
cleanup."
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